PRELIMINARY ISSUE 
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NEW ISSUE 
10.10.25 


WHERE D.DDD = DIAMETER IN INCHES 


DIA 
PART NUMBER: MPHENRD.DDD-X 


SPECIFICATIONS: MIL-I-24768 


PURCHASE MATERIAL: PHENOLIC 


X = GRADE 


EG. 5/8" ROD (GRADE XX) = MPHENR0.625-6 
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GRADE 
DESCRIPTION 
UL RATING 
1 
GRADE G-9 GAROLITE 
UL 94VO 
2 
GRADE G-10/FR4 GAROLITE 
UL 94VO 
3 
GRADE G-11GAROLITE 
UL 94HB 
4 
GRADE LE GAROLITE 
UL 94HB 
5 
GRADE CE GAROLITE 
UL 94HB 
6 
GRADE XX GAROLITE 
UL 94HB 
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